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MEMORANDUM FOHt Deputy Di -jc tor for Admin 1 « tret Ion 

wwx&t 

Acting Director of Data Processing 
SUBJECT; COP Report for Week Ending 30 September 1080 


Joint RMS /QMS Budget Heari y; 

The 0DP 1882 Budget Rearing was held on Monday, 28 September 
from 1950 to 1318 hours, T»*» AD/ODP responded to all quest I one 
and a minimum number of written responses were requested. A copy 
of the breakout of CAMS funding in the ODP budget, which was 
provided to PTO by ODP in response te an OMB question, was 
requested by our Of»B examiner. Also, a breakout of our 1982 
procurement schedule was requested by deelslon level. In 
addition, a breakout of 5280 end the new replacement Delt^B^^^ 
terminals by Directorate from 1982-1888 was requested. BfHHBH 


Support to OSWR 


TADS (Telemetry Analysis Di tpla^9^ tern) Software 
maintenance has been negotiated withBBl ODP achieved 
substantial cost concesstcis f r ^ n d no tasking was 
dropped. The eontrae^soj^^a t Ight in schedule, cost, and 
required manhours . WSBfBS&M 
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Computer Room Expansion 

Expansion work in IDlf is progressing. All walla have been 
removed except for the fire I wall, wfc I oh will be removed after a 
combination door is installed. Demolition of the final wall is 
scheduled to start no letcr than 8 October and be completed in 
two days. This is the most critical period with regard^t^dust 
and debris affecting disk rnita in the IBIS area. ^^^^^^pTATI 


Firemen Tour Computer Centers 


On Saturday, 27 Septitber, personnel from Fairfax County 
Fire Department toured CIA Readqeartors as a safety inspection in 
the event of an emergency The ODP nreas of interest were tha 
Buffing and Special Comptr i r Centers and the 1D16 Annex, 
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Heavy Workload Scheduler 

The production vrorkl wc will be very heavy thia weekend. 

Both GAS and PEESJGK will ) eve major cutoffs. Production Control 
Branch will be working most of this seekend. Represent® t Ives of 
OF wi ll also be pre sent for the fiscal year -end processing of 
GAS. BiMI 

Army Briefed on OIMg 

Systems Programming ^vision personnel briefed dim Hayes and 
Lt. Col. Taylor Steeles f > e. the Arm/ Safety Center, Fort Rucker, 
Alabama on 25 September. *Tey learnsd about 015/S through 
contacts at Horton Air Fo’r.e Rrse and were interested in Its 
potential for solving sorai of their data base problems. 

Systems Availability 

Beginning this week the attached Systems Aval 
Summary will be included in OOP's Weekly Report. 
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SYSTEMS AVAILABILITY SUMMARY 


Current Week Previous 90 Days 


System 

22 

- 28 Sep 

23 Jun - 21 Sep 

Difference 

BATCH 


96 . 31 

97.00 

- .69 

VM 


97.43 

97 . 85 

-.42 

GIMP ROD 


97 . 74 

97.03 

+ .71 

CAMPROD 

(PTO) 

98.88 

97.42 

+1 . 46 

COLTS 

(OCR) 

100.00 

94 . 69 

+ 5.31 

RECON 

(OCR) 

100.00 

93.90 

+ 6 . 10 

TPS TAR 

( DDO) 

97.29 

97.26 

+ .03 

TADS 

(OSWR) 

99 . 46 

95.04 

+ 4.42 


All systems in the last week have reported excellent availability 
with COLTS and RECON reporting 100%. 
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